September 4, 2012 


NOTICE 


AUDIT AND COMPLIANCE COMMITTEE MEETING 

RESCHEDULED TO 10:30 A.M. ON SEPTEMBER 11,2012 


The Meeting of the Audit and Compliance Committee of the Board of Directors of the 
Cook County Health and Hospitals System scheduled for Tuesday, September 11, 2012 at 
the hour of 9:30 A.M., has been rescheduled to the hour of 10:30 A.M., at 1900 W. 
Polk Street, in the Second Floor Conference Room, Chicago, Illinois. 

An agenda with the items to be considered will be available no later than forty-eight (48) 
hours prior to the meeting, and will be available at the following locations: 

Office of the Secretary to the Board of Directors 
Cook County Health and Hospitals System 
1900 W. Polk, Room 211, Chicago, Illinois 

Electronically at the CCHHS website, under the Governance section, at the 
following link: http://www.cookcountvhealth.net/ 


xxxxxxxxxxxxxxxxxxxxx 


Deborah Santana 
Secretary 









